ELKAY 
INSTALLATION SERVICES ORDER/REFERENCE GUIDE 


Thank you for considering Elkay® for your installation services. Our goal is to provide you with great 
service at a great value. The prices listed include labor only. Additional charges for labor and materials may 
apply. Each order will assume material charges, as well as ancillary labor charges to move the water valve, 


drain and electrical outlet. If any of those services are not required, you will not be invoiced those amounts. 
Services are not limited to model numbers listed here 


In Wall - Bottle Filler Combo Estimate only In Wall - Retro fit Bottle Filler $1425 


LZWS- LZWS- LZWS- LZWS-ERFP8-RE LZWS-ERPB8-RE 
EDFPBM114K SEGRN28K EDFP217K LRPBM28K 


SKU: INWLLCLRBFINST SKU: RTFTINBFINST 


ERFPM28K ERPBM8K ERPBM28K LZWSM8K LMABFWS-REF LZWSRK 


SKU: INWLL-NCINST SKU: RTFTONBFINST 


On Wall $575 


EP 


LZS8L LMABF8L LVRCHD8S EHFSA8L1Z ESWA8L1Z EDFP19C LZWSSM EDFPVR214C 


SKU: ONWLLCLRINST 


LZS8WSSP LZSTL8WSSP LVRC8WSK LMABF8WSLK EFRCM8K EDFB12C 


SKU: ONWLLCLRBFINST 





SKU: INWLLCLRINST 


EFLKAY 






Floor Standing $575 Chiller Installation $575 Vandal-resistant Box $475 
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ER301 ECH8 EF1500VRBMC 






SKU: INSTCHILLER SKU: INSTFLTRVRBX 





SKU: INSTFOUNTFLSTAND 









Replacement Filter $425 Filter Kit - Exterior $425 Filter Kit - Interior $450 








EWF3000 98568C EWF3000 






51300C 





SKU: INSTFLTRKITEXT SKU: INSTFLTRKITINT 






SKU: REPLFLTR 


Foodservice Water Dispenser $500 
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DSWH160UVPC DSBSH130UVPC DSBCFI180K DSFC180UVK 





SKU: BPINSTAL2 


Foodservice Water Dispenser with Under Counter Chiller $700 Accessory Installation $425 


DSFBIUVK DSC2K DSFBF180K LK1110 LKAPR2 


SKU: BPINSTAL1 SKU: INSTACCESSORY 


LIV Built-in Filtered Water Dispenser 


LBWDOOBKC LBWDOOWHC 


SKU: LIVINSTALI SKU: LIVINSTAL2 





ANCILLARY SERVICES 


EFLKAY 


INSTALLATION SERVICES CHECKLIST 


Elkay® is committed to making your installation experience as quick and efficient as possible. Use this 
checklist as a guide for information needed prior to your installation. Please contact us with any questions 
by calling: 800-952-8064. 


GENERAL INFORMATION 
Type of installation needed. Select from Elkay installation services price list. 
Existing model number and description of the unit being removed. 


New model number and description of the unit being installed. 


OOOO 


Photos of the installation location. These can be emailed to: Installservice@elkay.com. 
When submitting photos, please include the installation jobsite location in the subject line. 


Tax exempt forms, if applicable. These can be emailed to: Installservice@elkay.com. 


Oo 


Method of payment. 


JOBSITE CONTACT INFORMATION 


C Business name 

LI Name of person who will be at the jobsite during 
the installation. 

L] Phone number 

L] Email address 

LI Address 


REQUESTOR CONTACT INFORMATION 


C Business name 

O Requestor name 
L] Phone number 
L] Email address 

C Address 
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